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Nanocam 

General  Description 

Nanocam  is  one  of  the  smallest  self-contained  digital  camcorders  designed  for  undercover  operations.  Concealed  in  an 
ordinary  looking  keyfob  this  miniature  audio-video  recording  device  is  practically  invisible.  Easy  to  operate  and  always  on 
standby  it  requires  no  installation  or  batteries,  and  has  no  wires  that  necessitate  advanced  rigging  to  a video  recorder  or 
other  equipment.  The  main  advantage  of  Nanocam  is  that  it  is  simple  to  use  and  produces  outstanding  results. 


Key  Features 
Extremely  small 

Video  and  audio  recording  as  well  as  still  photography 
Up  to  90  minutes  of  video  and  1500  still  images 
Up  to  8 hours  of  audio  only 
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Technical  Specifications 

Image  Sensor: 

1/2.7”  CMOS 

Still  Photography 

Resolution: 

2 Megapixels  (1600  x 1200) 

Compression: 

JPEG 

Capacity: 

Over  1500  images 

Video  Recording 

Resolution: 

QVGA 

Compression: 

MPEG4 

Frame  Rate: 

15  - 24f ps 

Recording  Time: 

Up  to  90  minutes 

Audio  Recording 

Sampling  Rate: 

8kHz 

Compression: 

AMR,  12.2kbps;  Digital  AGC 

Recording  Time: 

Up  to  8 hours 

Internal  Battery: 

Li-Polymer  300mAh 
Rechargeable  via  USB 

Time  Stamp: 

Date,  hour 

Flash  Memory  (Storage): 

256MB 

PC  Interface: 

USB  1.1  or  USB  2.0 

Indicators: 

Vibrations,  LED 

Encryption: 

Optional 

Size: 

55.6  x 34.8  x 16.8mm 
2.19  x 1.37  x 0.66  inches 

Weight: 

25gr 

OEM  Option 

Size  and  Weight 

35.5  x 26  x 10.4mm 

(Battery  Included): 

1 .4  x 1 .02  x 0.41  inches 

Weight: 

15gr 
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